From: Roger Dinger [roger.riverbend@gmail.com] 

Sent: 1/26/2018 12:21:15 PM 

To: contactgov [/o=ExchangeLabs/ou=Exchange Administrative Group 

(FYDIBOHF23SPDLT)/cn=Recipients/cn=7ce8741105614afe8a8cc762547a4b2c-contactgov] 
Subject: [External] Don't approve A C P 


CAUTION: External email. Do not click links or open attachments unless verified. Send all suspicious email as an attachment to 
report.spam@nc.gov. 


Dear Governor Roy Cooper, 

As a longtime citizen of North Carolina and as an environmentally concerned person, I oppose the construction 
of the Atlantic Coast Pipeline. If built, the A C P would only be a costly step backwards in our efforts to 
achieve energy security and environmental responsibilty. I ask that the permits for pipeline construction be 
denied. 

Sincerely, 

Roger Dinger 
377 River Bend Road 
Siler City NC 27344 










